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28 March 1958 


Perkin-Elmer Corporation 
Main Avenue 
Norwalk, Connecticut 


Gentlemen: 


1. Reference is made to Contract No, LW-473 between the United 
States Government and the Contractor, 


— 2. Immediately upon receipt of this letter, Contractor shall 
cease all work and perform no additional services on the “e" Configura- 
tion under the above-mentioned contract, 


3. Except as stated above, all other terms of the contract remain 
unchanged, 


4, Contractor is requested to acknowledge receipt and acceptance 
of the foregoing by executing its signature in the space provided 
below, Return the original and one executed copy to the undersigned, 
The remaining copy is to be retained for your files, 


Very truly yours, 


25X1 
sore Contracting Officer 
5 
PERKIN-ELMER CORPORATION 25X4 
BY 
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TI Division Manager 


DATE___March 31, 1958 
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